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CONFIDENTIAL CANBERRA 8471 

DEPT FOR SY/T, HONG KONG FOR RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR PARENT ROOM REQUIREMENTS 
REF: D-LETTER 69/46 

1 . RECENT ACR SURVEY IN NOB WELLINGTON, IN ACCORDANCE WITH 
REFERENCE, LED TSO TO BELIEVE THAT PLANNED FAN COIL UNITS 
(FAN/CONDENSER) USED IN AIDING BLDG VENTILATION SYSTEM 
SHOULD BE REMOVED FROM PARENT ROOM. 

2. THROUGH CORRESPONDENCE WITH TSO TOKYO, NOW UNDERSTAND 
THAT INSTALLATIONS THERE HAVE LEFT FAN COIL UNITS IN PLACE. 

IS THERE ANY CURRENT SY T POLICY REGARDING THESE TYPE UNITS 
IN PARENT ROOMS? BELIEVE THAT ONLY HAZARDS INHERENT ARE 
IMPLANTATION OF SOME TYPE DEVICE IN UNIT DURING INSTALLATION 
AS ROOM WILL NOT BE CONTROLLED UNTIL TURNOVER TO USG. SECOND 
PROBLEM IS ONE THAT MAINTENANCE TO UNIT WILL NECESSARILY 
HAVE TO TAKE PLACE IN PARENT ROOM AS UNITS ONCE INSTALLED ARE 
NOT REMOVABLE. 

3. IF UNITS ARE INSTALLED, BELIEVE THEY WILL PROVIDE SOME 
BENEFICIAL ENVIRONMENTAL CONTROL, AND POSSIBLY AID 
BLDG VENTILATION SYSTEM. HARGROVE 
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